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Patente Q 


Gerat und Verfahren zur Ferniiberwachung und Veranderung von Gehirnwellen 


Abstrakt 





Vorrichtung und Verfahren zum Erfassen von Gehirnwellen an einer von einem Subjekt entfernten 

Position, wobei elektromagnetische Signale mit unterschiedlichen Frequenzen gleichzeitig an das 

Gehirn des Subjekts Ubertragen werden, in dem sich die Signale gegenseitig st6ren, um eine 

Wellenform zu ergeben, die durch die Gehirnwellen des Subjekts moduliert wird . Die 

Interferenzwellenform, die fiir die Gehirnwellenaktivitat reprasentativ ist, wird vom Gehirn erneut an hnlic 
einen Empfanger tibertragen, wo sie demoduliert und verstarkt wird. Die demodulierte Wellenform wird 
dann zur visuellen Anzeige angezeigt und zur weiteren Verarbeitung und Analyse an einen Computer Erfinder: Robert G. Malech 
weitergeleitet. Die demodulierte Wellenform kann auch verwendet werden, um ein 

Kompensationssignal zu erzeugen, das zuriick zum Gehirn tibertragen wird, um eine gewiinschte Aktueller Beauftragter : Dorne und Margolin Inc. 
Anderung der elektrischen Aktivitat darin zu bewirken. 


Weltweite Anwendungen 


Burden 2)) 1974 YNS 1975 ZAAU 
Anwendung US05 / 494,518 Ereignisse @ 
1974-08-05 Anmeldung eingereicht von Dorne und Margolin 
F Inc. 
a 1974-08-05 —_— Prioritat nach USO5 / 494,518 
1976-04-20 = Antrag bewilligt 
Klassifikationen 1976-04-20 Veréffentlichung von US3951134A 


1993-04-20 —-Voraussichtlicher Ablauf 
wm A61B5/0507 Erfassen, Messen oder Aufzeichnen zur Diagnose mittels elektrischer Stréme 


Status Abgelaufen - Lebensdauer 
oder Magnetfelder; Messung mit Mikrowellen oder Radiowellen mit Mikrowellen oder " 7 
Terahertzwellen 
2 weitere Klassifikationen anzeigen Die Info: Patentzitate (8), Zitiert von (22), Ahnliche Dokumente, 


Prioritat und verwandte Anwendungen 


Externe Links: USPTO, USPTO-Zuordnung, Espacenet, Globales 
Dossier, Diskutieren 


Anspriiche (11) Abhangig verstecken ~ 
Was behauptet wird ist: 
1. Gehirnwellentiberwachungsvorrichtung, umfassend 
Mittel zum Erzeugen eines Grundfrequenzsignals, 
Mittel zum Erzeugen eines ersten Signals mit einer Frequenz, die mit der der Grundfrequenz zusammenhangt, und mit einer vorbestimmten Phase, die damit zusammenhangt, 
Mittel zum Ubertragen sowohl der Grundfrequenz als auch der ersten Signale an das Gehirn des zu iiberwachenden Subjekts; 


Mittel zum Empfangen eines zweiten Signals, das vom Gehirn des Subjekts gesendet wird, das als Reaktion sowohl auf die Grundfrequenz als auch auf die ersten Signale 
Uiberwacht wird; 


Mischmittel zum Erzeugen eines Antwortsignals mit einer auf die Grundfrequenz bezogenen Frequenz aus dem Grundfrequenzsignal und dem empfangenen zweiten Signal und 
Mittel zum Interpretieren des Antwortsignals. 
Vorrichtung nach Anspruch 1, wobei das Empfangsmittel umfasst 
Mittel zum Isolieren der gesendeten Signale von den empfangenen zweiten Signalen. 
3. Apparatus as in claim 2 further comprising a band pass filter with an input connected to said isolating means and an output connected to said mixing means. 
4. Apparatus as in claim 1 further comprising means for amplifying said response signal. 
5. Apparatus as in claim 4 further comprising means for demodulating said amplified response signal. 
6. Apparatus as in claim 5 further comprising interpreting means connected to the output of said demodulator means. 
7. Apparatus according to claim 1 further comprising 
means for producing an electromagnetic wave control signal dependent on said response signal, and 
means for transmitting said control signal to the brain of said subject. 
8. Apparatus as in claim 7 wherein said transmitting means comprises means for directing the electromagnetic wave control signal to a predetermined part of the brain. 
9. A process for monitoring brain wave activity of a subject comprising the steps of 


transmitting at least two electromagnetic energy signals of different frequencies to the brain of the subject being monitored, 
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receiving an electromagnetic energy signal resulting from the mixing of said two signals in the brain modulated by the brain wave activity and retransmitted by the brain in 
response to said transmitted energy signals, and, 


interpreting said received signal. 
10. A process as in claim 9 further comprising the step of transmitting a further electromagnetic wave signal to the brain to vary the brain wave activity. 
11. A process as in claim 10 wherein the step of transmitting the further signals comprises 
obtaining a standard signal, 
comparing said received electromagnetic energy signals with said standard signal, 
producing a compensating signal corresponding to the comparison between said received electrogagnetic energy signals and the standard signal, and 


transmitting the compensating signals to the brain of the subject being monitored. 


Beschreibung 


HINTERGRUND DER ERFINDUNG 


Die Medizin hat herausgefunden, dass Gehirnwellen ein niitzliches Barometer fiir organische Funktionen sind. Messungen der elektrischen Aktivitat im Gehirn waren 
maf geblich an der Erkennung physischer und psychischer Stérungen, der Messung von Stress, der Bestimmung von Schlafmustern und der Uberwachung des 
K6rperstoffwechsels beteiligt. 


Der vorliegende Stand der Technik zur Messung von Gehirnwellen verwendet Elektroenzephalographen, einschlieRlich Sonden mit Sensoren, die an Punkten nahe den 
Regionen des zu iberwachenden Gehirns am Schadel des untersuchten Subjekts angebracht sind. Der elektrische Kontakt zwischen den Sensoren und der Vorrichtung, die 
zum Verarbeiten der erfassten Gehirnwellen verwendet werden, wird durch mehrere Drahte aufrechterhalten, die sich von den Sensoren zur Vorrichtung erstrecken. Die 
Notwendigkeit, das Messgerat physisch an dem Objekt anzubringen, fiihrt zu mehreren Einschrankungen des Messprozesses. Das Subjekt kann sich unwohl fiihlen, 
insbesondere wenn die Messungen ier langere Zeitraume durchgeftihrt werden sollen. Seine K6rperbewegungen sind eingeschrankt und er ist im Allgemeinen auf die 
unmittelbare Umgebung des Messgerats beschrankt. Auf&Serdem, Messungen konnen nicht durchgefiihrt werden, wahrend das Subjekt ohne sein Bewusstsein bei 
Bewusstsein ist. Die Vollstandigkeit der Messungen ist ebenfalls begrenzt, da die begrenzte Anzahl von Sonden, die zur Uberwachung lokaler Regionen der 
Gehirnwellenaktivitat verwendet werden, keine Beobachtung des gesamten Gehirnwellenprofils in einem einzigen Test ermdglicht. 


SUMMARY OF THE INVENTION 


The present invention relates to apparatus and a method for monitoring brain waves wherein all components of the apparatus employed are remote from the test subject. 
More specifically, high frequency transmitters are operated to radiate electromagnetic energy of different frequencies through antennas which are capable of scanning the 
entire brain of the test subject or any desired region thereof. The signals of different frequencies penetrate the skull of the subject and impinge upon the brain where they 
mix to yield an interference wave modulated by radiations from the brain's natural electrical activity. The modulated interference wave is re-transmitted by the brain and 
received by an antenna at a remote station where it is demodulated, and processed to provide a profile of the suject's brain waves. In addition to passively monitoring his 
brain waves, the subject's neurological processes may be affected by transmitting to his brain, through a transmitter, compensating signals. The latter signals can be derived 
from the received and processed brain waves. 


OBJECTS OF THE INVENTION 

It is therefore an object of the invention to remotely monitor electrical activity in the entire brain or selected local regions thereof with a single measurement. 
Another object is the monitoring of a subject's brain wave activity through transmission and reception of electromagnetic waves. 

Still another object is to monitor brain wave activity from a position remote from the subject. 

A further object is to provide a method and apparatus for affecting brain wave activity by transmitting electromagnetic signals thereto. 

DESCRIPTION OF THE DRAWINGS 


Other and further objects of the invention will appear from the following description and the accompanying drawings, which form part of the instant specification and which 
are to be read in conjunction therewith, and in which like reference numerals are used to indicate like parts in the various views; 


FIG. 1 is a block diagram showing the interconnection of the components of the apparatus of the invention; 
FIG. 2 is a block diagram showing signal flow in one embodiment of the apparatus. 
DESCRIPTION OF THE PREFERRED EMBODIMENT 


Referring to the drawings, specifically FIG. 1, a high frequency transmitter 2 produces and supplies two electromagnetic wave signals through suitable coupling means 14 to 
an antenna 4. The signals are directed by the antenna 4 to the skull 6 of the subject 8 being examined. The two signals from the antenna 4, which travel independently, 
penetrate the skull 6 and impinge upon the tissue of the brain 10. 


Within the tissue of the brain 10, the signals combine, much in the manner of a conventional mixing process technique, with each section of the brain having a different 
modulating action. The resulting waveform of the two signals has its greatest amplitude when the two signals are in phase and thus reinforcing one another. When the 
signals are exactly 180° out of phase the combination produces a resultant waveform of minimum amplitude. If the amplitudes of the two signals transmitted to the subject 
are maintained at identical levels, the resultant interference waveform, absent influences of external radiation, may be expected to assume zero intensity when maximum 
interference occurs, the number of such points being equal to the difference in frequencies of the incident signals. However, interference by radiation from electrical activity 
within the brain 10 causes the waveform resulting from interference of the two transmitted signals to vary from the expected result, i.e., the interference waveform is 
modulated by the brain waves. It is believed that this is due to the fact that brain waves produce electric charges each of which has a component of electromagnetic 
radiation associated with it. The electromagnetic radiation produced by the brain waves in turn reacts with the signals transmitted to the brain from the external source. 


The modulated interference waveform is re-transmitted from the brain 10, back through the skull 6. A quantity of energy is re-transmitted sufficient to enable it to be picked 
up by the antenna 4. This can be controlled, within limits, by adjusting the absolute and relative intensities of the signals, originally transmitted to the brain. Of course, the 
level of the transmitted energy should be kept below that which may be harmful to the subject. 


The antenna passes the received signal to a receiver 12 through the antenna electronics 14. Within the receiver the wave is amplified by conventional RF amplifiers 16 and 
demodulated by conventional detector and modulator electronics 18. The demodulated wave, representing the intra-brain electrical activity, is amplified by amplifiers 20 and 
the resulting information in electronic form is stored in buffer circuitry 22. From the buffers 22 the information is fed to a suitable visual display 24, for example one 
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employing a cathode ray tube, light emitting diodes, liquid crystals, or a mechanical plotter. The information may also be channeled to a computer 26 for further processing 
and analysis with the output of the computer displayed by heretofore mentioned suitable means. 


In addition to channeling its information to display devices 24, the computer 26 can also produce signals to control an auxiliary transmitter 28. Transmitter 28 is used to 
produce a compensating signal which is transmitted to the brain 10 of the subject 8 by the antenna 4. In a preferred embodiment of the invention, the compensating signal is 
derived as a function of the received brain wave signals, although it can be produced separately. The compensating signals affect electrical activity within the brain 10. 


Various configurations of suitable apparatus and electronic circuitry may be utilized to form the system generally shown in FIG. 1 and one of the many possible 
configurations is illustrated in FIG. 2. In the example shown therein, two signals, one of 100 MHz and the other of 210 MHz are transmitted simultaneously and combine in the 
brain 10 to form a resultant wave of frequency equal to the difference in frequencies of the incident signals, i.e., 110 MHz. The sum of the two incident frequencies is also 
available, but is discarded in subsequent filtering. The 100 MHz signal is obtained at the output 37 of an RF power divider 34 into which a 100 MHz signal generated by an 
oscillator 30 is injected. The oscillator 30 is of a conventional type employing either crystals for fixed frequency circuits or a tunable circuit set to oscillate at 100 MHz. It can 
be a pulse generator, square wave generator or sinusoidal wave generator. The RF power divider can be any conventional VHF, UHF or SHF frequency range device 
constructed to provide, at each of three outputs, a signal identical in frequency to that applied to its input. 


The 210 MHz signal is derived from the same 100 MHz oscillator 30 and RF power divider 34 as the 100 MHz signal, operating in concert with a frequency doubler 36 and 10 
MHz oscillator 32. The frequency doubler can be any conventional device which provides at its output a signal with frequency equal to twice the frequency of a signal applied 
at its input. The 10 MHz oscillator can also be of conventional type similar to the 100 MHz oscillator herebefore described. A 100 MHz signal from the output 39 of the RF 
power divider 34 is fed through the frequency doubler 36 and the resulting 200 MHz signal is applied to a mixer 40. The mixer 40 can be any conventional VHF, UHF or SHF 
frequency range device capable of accepting two input signals of differing frequencies and providing two output signals with frequencies equal to the sum and difference in 
frequencies respectively of the input signals. A 10 MHz signal from the oscillator 32 is also applied to the mixer 40. The 200 MHz signal from the doubler 36 and the 10 MHz 
signal from the oscillator 32 combine in the mixer 40 to form a signal with a frequency of 210 MHz equal to the sum of the frequencies of the 200 MHz and 10 MHz signals. 


The 210 MHz signal is one of the signals transmitted to the brain 10 of the subject being monitored. In the arrangement shown in FIG. 2, an antenna 41 is used to transmit the 
210 MHz signal and another antenna 43 is used to transmit the 100 MHz signal. Of course, a single antenna capable of operating at 100 MHz and 210 MHz frequencies may 
be used to transmit both signals. The scan angle, direction and rate may be controlled mechanically, e.g., by a reversing motor, or electronically, e.g., by energizing elements in 
the antenna in proper synchronization. Thus, the antenna(s) can be of either fixed or rotary conventional types. 


A second 100 MHz signal derived from output terminal 37 of the three-way power divider 34 is applied to a circulator 38 and emerges therefrom with a desired phase shift. 
The circulator 38 can be of any conventional type wherein a signal applied to an input port emerges from an output port with an appropriate phase shift. The 100 MHz signal 
is then transmitted to the brain 10 of the subject being monitored via the antenna 43 as the second component of the dual signal transmission. The antenna 43 can be of 
conventional type similar to antenna 41 herebefore described. As previously noted, these two antennas may be combined in a single unit. 


The transmitted 100 and 210 MHz signal components mix within the tissue in the brain 10 and interfere with one another yielding a signal of a frequency of 110 MHz, the 
difference in frequencies of the two incident components, modulated by electromagnetic emissions from the brain, i.e., the brain wave activity being monitored. This 
modulated 110 MHz signal is radiated into space. 


The 110 MHz signal, modulated by brain wave activity, is picked up by an antenna 45 and channeled back through the circulator 38 where it undergoes an appropriate phase 
shift. The circulator 38 isolates the transmitted signals from the received signal. Any suitable diplexer or duplexer can be used. The antenna 45 can be of conventional type 
similar to antennas 41 and 43. It can be combined with them in a single unit or it can be separate. The received modulated 110 MHz signal is then applied to a band pass filter 
42, to eliminate undesirable harmonics and extraneous noise, and the filtered 110 MHz signal is inserted into a mixer 44 into which has also been introduced a component of 
the 100 MHz signal from the source 30 distributed by the RF power divider 34. The filter 42 can be any conventional band pass filter. The mixer 44 may also be of conventional 
type similar to the mixer 40 herebefore described. 


The 100 MHz and 110 MHz signals combine in the mixer 44 to yield a signal of frequency equal to the difference in frequencies of the two component signals, i.e., 10 MHz 
still modulated by the monitored brain wave activity. The 10 MHz signal is amplified in an IF amplifier 46 and channeled to a demodulator 48. The IF amplifier and demodulator 
48 can both be of conventional types. The type of demodulator selected will depend on the characteristics of the signals transmitted to and received from the brain, and the 
information desired to be obtained. The brain may modulate the amplitude, frequency and/or phase of the interference waveform. Certain of these parameters will be more 
sensitive to corresponding brain wave characteristics than others. Selection of amplitude, frequency or phase demodulation means is governed by the choice of brain wave 
characteristic to be monitored. If desired, several different types of demodulators can be provided and used alternately or at the same time. 


The demodulated signal which is representative of the monitored brain wave activity is passed through audio amplifiers 50 a, b, c which may be of conventional type where it 
is amplified and routed to displays 58 a, b, c and a computer 60. The displays 58 a, b, c present the raw brain wave signals from the amplifiers 50 a, b, c. The computer 60 
processes the amplified brain wave signals to derive information suitable for viewing, e.g., by suppressing, compressing, or expanding elements thereof, or combining them 
with other information-bearing signals and presents that information on a display 62. The displays can be conventional ones such as the types herebefore mentioned 
employing electronic visual displays or mechanical plotters 58b. The computer can also be of conventional type, either analog or digital, or a hybrid. 


A profile of the entire brain wave emission pattern may be monitored or select areas of the brain may be observed in a single measurement simply by altering the scan angle 
and direction of the antennas. There is no physical contact between the subject and the monitoring apparatus. The computer 60 also can determine a compensating 
waveform for transmission to the brain 10 to alter the natural brain waves in a desired fashion. The closed loop compensating system permits instantaneous and continuous 
modification of the brain wave response pattern. 


In performing the brain wave pattern modification function, the computer 60 can be furnished with an external standard signal from a source 70 representative of brain wave 
activity associated with a desired nuerological response. The region of the brain responsible for the response is monitored and the received signal, indicative of the brain 
wave activity therein, is compared with the standard signal. The computer 60 is programmed to determine a compensating signal, responsive to the difference between the 
standard signal and received signal. The compensating signal, when transmitted to the monitored region of the brain, modulates the natural brain wave activity therein toward 
a reproduction of the standard signal, thereby changing the neurological response of the subject. 


The computer 60 controls an auxiliary transmitter 64 which transmits the compensating signal to the brain 10 of the subject via an antenna 66. The transmitter 64 is of the 
high frequency type commonly used in radar applications. The antenna 66 can be similar to antennas 41, 43 and 45 and can be combined with them. Through these means, 
brain wave activity may be altered and deviations from a desired norm may be compensated. Brain waves may be monitored and control signals transmitted to the brain from 
a remote station. 


Itis to be noted that the configuration described is one of many possibilities which may be formulated without departing from the spirit of my invention. The transmitters can 





be monostratic or bistatic. They also can be single, dual, or multiple frequency devices. The transmitted signal can be continuous wave, pulse, FM, or any combination of 
these as well as other transmission forms. Typical operating frequencies for the transmitters range from 1 MHz to 40 GHz but may be altered to suit the particular function 
being monitored and the characteristics of the specific subject. 


The individual components of the system for monitoring and controlling brain wave activity may be of conventional type commonly employed in radar systems. 


Various subassemblies of the brain wave monitoring and control apparatus may be added, substituted or combined. Thus, separate antennas or a single multi-mode antenna 
may be used for transmission and reception. Additional displays and computers may be added to present and analyze select components of the monitored brain waves. 
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Modulation of the interference signal retransmitted by the brain may be of amplitude, frequency and/or phase. Appropriate demodulators may be used to decipher the 
subject's brain activity and select components of his brain waves may be analyzed by computer to determine his mental state and monitor his thought processes. 


Wie Fachleuten bekannt sein wird, haben Vorrichtungen und Verfahren der vorliegenden Erfindung zahlreiche Verwendungen. Personen in kritischen Positionen wie Fahrer 
und Piloten konnen kontinuierlich iberwacht werden, wobei die Aktivierung eines Notfallgerats im Falle eines menschlichen Versagens vorgesehen ist. Krampfanfille, 
Schlafrigkeit und Traume k6nnen erkannt werden. K6rperfunktionen wie Pulsfrequenz, Herzschlaganforderung und andere k6nnen ebenfalls tiberwacht und das Auftreten 


von Halluzinationen erkannt werden. Das System erméglicht auch medizinische Diagnosen von Patienten, die fiir Arzte unzuganglich sind, von entfernten Stationen aus. 
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